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At the Lakefront stands the Cleveland 
Municipal Stadium which has a seating ca¬ 
pacity of 85,000. The $7,400,000.00 Main 
Avenue Bridge and Cleveland's Mall develop¬ 
ment can be seen in the center foreground. 
Towering in the distance is the 52-story 
Terminal Tower Skyscraper. 



PLACE 


ONE CENT 


STAMP 

U. 

HERE 


\ POST CARD 






221 _ Bird's-Eye View of Cleveland Municipal Stadium and Downtown Cleveland, Ohio 
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